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CONDITIONS OF SALE. 





First.—The highest bidder to be the buyer, and if 
any dispute arise between two or more bidders the lot 
so disputed shall be immediately put up again and 
re-sold. The auctioneer reserves to himself the right 
to refuse any bid, also to make any alteration in the 
catalogue. : 


SECOND.—No person to advance less than one 
shilling ; above £2 two shillings and sixpence, and so 
on in proportion. 

THIRD.—The purchasers are to give in their names 
and places of abode, and, if required, to pay down a 
deposit of five shillings in the pound in part payment 
of the purchase-money, in default of which the lot or 
lots so purchased to be put up again and re-sold at any 
convenient opportunity during the sale or otherwise. 

FourTH.—The lots are to be taken away and paid 
for, with all faults and errors of description, at the 
buyer's expense and risk, on the day immediately 
following sale. The auctioneer not being responsible 
for the correct description, genuineness or authenticity 
of, or any fault or defect in any lot, and making no 
warranty whatever. fel ga Fy 

LastLy.—Upon failure df complying with the above 


- conditions, the money deposited in part payment shall 


* 


by the defaulters-at this sale. 


be forfeited to the vendors, the lots remaining uncleared 


_shall-be re-sold. by public.or private sale, and the de- 
ficiency (if any) attending such re-sale, together with 


all incidental expenses,and charges, shall be made good 





ve Pictures offered for sale are attributed to the 
artists named, but no guarantee as to thetr 
genuineness 1s given or 1mplted. 





NO LOTS WILL BE TRANSFERRED. 
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The Clerk of the Sale has authority to refuse Cheques. 


A CHARGE FOR WAREHOUSING WILL BE MADE ON 
LOTS NOT CLEARED PROMPTLY. 


Telephone :— Telegrams i— 
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Friday, June 25th, 1920. 


AT 12.30 O'CLOCK. 





ON VIEW: 


Thursday, 12.30 to 5.30 p.m. 
Friday, 9.30 a.m. to 12 noon. 


MISCELLANIES. 
Lor 7 | 
1 A small typewriter and a pair of new 
driving reins complete 
Y Two pairs gold rimmed spectacles, 6 
other pairs, and a gold rimmed pair in z,/ 
A= | Japanese lacquer case. the: 
3 |¥ A picnic set of ‘mite, fork, spoon, etc., 


in leather case, 2 small taps; various tools 
~.-and a large number of keys 


j—4. OA meerschaum bowl in jacket with screw “YG 


stems, mouth-piece, piece of amber, and 

a meerschaum pipe in. case, church- 

warden ‘shape %"% Lh elo 

5 An enamelled cigar folder with long 
plece of amber in case, a meerschaum 
cigar holder and broken amber in case 


6 A silver cigar holder in case, and 2 briar 
bowls (1 with meerschaum plug and stem) 

7 Seventeen. pieces: @f dessert’ ‘service, 
decorated in floral design ° 

8 Three japanned trays, knife box and a 
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A small japanned box containing 2 sauce 
tureens, 5 pieces of glass liqueur set on 
tray, plated dish cover, a mahogany 
writing desk (A.F.) and a ditto slope for 
reading table 

A bundle of polo clubs 

A double-barrelled gun 

A sword inlaid with gold, another, a 
Japanese dagger, 2 axes, a spear-head and 
a pair of fouls . 

A plated and glass centre stand, and 4 
plated bottle holders 

A rosewood dressing case 

A walnut workbox 

An oak tantalus 

An American clock, a green calf leather 
writing case, and 2 Oriental metal plates 

A parcel containing a sealskin coat and 
a quantity of fur cuttings 

A plated reading lamp, adjustable 

A pair Oriental slippers, rectangular 
open work metal threaded table centre, 
a satin fringed metal thread table 
centre, and 2 Indian cotton printed 
table covers 

Five lengths of Indian printed cotton and 
4 pieces embroidered valance 

Four small embroidered squares in yellow, 
7% yards printed Indian cotton drapery, 
about 18in. wide, and a small square 
printed cotton table centre 

Three cushions in embroidered cambric 
cases, and a large green tapestry fringed 
table cover 

A rubber water-bed with stopper, 30in. 
by 24in. 

Two rubber water cushions and stoppers 

A fur rug mounted on red cloth 

A mahogany brass-mounted writing case 

A burr walnut stationery cabinet with 
calendar 

A small circular lacquer box, pair of brass 
extending candlesticks, and pair of small 
brass stands 
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A small gourd, large carved wood whistie, 
a’ wood spoon from grave of Indian 
Chief at Comox, Vancouver Island, a 
wicker plate basket and 2 Indian girdles 

Three white china jardiniéres (one faulty) 

A plated pickle stand with 2 cut-glass 
bottles and stoppers 

A ditto coffee pot and teapot 

A ditto teapot and 2 ditto cream jugs 

A ditto cruet (3 bottles faulty), and a 
ditto bottle stand 

A small, pepper caster, plated, and .a 

_plated cruet stand and 2 bottles 

A plated egg stand 

A ditto 10-in. tray 

A ditto 10-in. entrée dish and cover, and 
ditto biscuit barrel 

Two ditto toast racks, ditto large table 
spoon, ditto soup ladle, and 2 ditto gravv 
ladies 

A plated and oak biscuit barrel and ditto 
pair of fish servers in case 

A pair Sheffield plate candlesticks, pair 
plated nut crackers, pair ditto knife rests, 
pair ditto sugar tongs, and a plated bread 
fork 

A case of 12 silver teaspoons, and pair of 
Sugar tongs 

Four silver salts with spoons, in case 

An oak and plated inkstand with cut-glass 
bottle 

A large black bowl, 2 small ditto, and 2 
china dishes, blue and decorated 

A china bread and butter plate, blue and 
decorated ; 6 china Small plates, ditto; 2 . 
china saucers, ditto; and a china egg- 
cup, ditto 

A china tea-service, strawberry and leaf. 
comprising : 12 cups and saucers, slop 
basin, 2. bread plates and a small bread 
plate 

A pair 10-in. heliotrope china spills and 
pair 6-in. ditto 
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Three pieces Moorcroft ware, a Vienna 
china dish, 2 pieces Dresden china, and 2 
pieces ditto (small and faulty) 

A pair of carved wood whisk handles, a 
marble candlestick, pair of brass letter 
scales and weights, and a copper hot- 
water jug (small) x 

A brass hot-water jug (small), a ditto 
letter rack, and a Benares brass spilt 

A small antique mahogany cabinet, 2 
drawers, brass handles 


A blue and white tablecloth, a canvas 


knapsack, and a small embroidered table 
cover 

A set of cretonne bed furniture, a silk 
embroidered table centre (yellow), a 
ditto green), and a table centre (small) 

Old enamel jewel case 

A plate glass shelf and fittings, 2 glass 
goblets, a glass stand, and a quantity of 
picture frames 

Twenty-four bronzed medals, various sizes, 
fine condition 


medals, various sizes 

A lantern in 2 boxes 

A ditto 

A carved box, pair of paintings, and pair 
of ivory razors 

A lady’s bead handbag 

A box containing various natural history 
specimens | 

A pedestalffor table on mahogany base, 
another, and a small octagonal top table 
Pair of steps 

Eight glazed frames, mostly with photo- 
graphs 

Six pictures in gilt frames 

Three oil paintings in gilt frames 

Six various in gilt frames 
“Encyclopedia of Sports,” 4 vois., and 
“Great Fielders and Bowlers,’ 1 vol. 

An electric motor 
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Twenty-three antique brass and bronzed 4x 


, 
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An expensive trousers presser and stretcher 
on folding stand for boots 

An oak trousers stretcher 

An antique circular table, the top being 
of marble with coat-of-arms 

A pair of prism binoculars, 12 magnifi- 
cations 

A Sandow’s developer, a symmetrion 
exerciser, and a knife cleaner 

A o-colour.. engraving  aiter . Maud 
Goodman 

A ditto lot (glass A.F.) 

Seven old miniatures, frame and 2 trays 

A lady’s bead hand-bag 

A carved pedestal 

A silver gilt and jewelled cut-glass scent 
bottle 

A dit LO 

Five ditto 

Pair of silver-backed hair brushes 
Half-a-dozen fine quality bead bags 
Ditto ditto - 

Ditto ditto 

Ditto ditto 

Ditto ditto 

Ditto ditto 

One dozen expensive necklaces 

Ditto ditto 

Ditto ditto 

Ditto ditto 

Ditto ditto 

Ditto ditto 

Ditto ditto 


FISHING TACKLE, &c. 


A salmon rod, 28ft., 3 tops, A. Stuart & Son, 
Aberlour 

A ditto, ditto, 2 tops 

Greenheart sod,. IGfit!. Gin: 2 tops, —J. 
Bernard & Sons, Piccadilly 

A split cane trout rod, 12ft., 2 tops, ditto 

Greepheant Zeroul tod. SI... 2 - tops, 
C. Farlow 
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Gaff, bamboo handle, 6ft. 

Box containing electric engine, carriages, 
CLG 

Box of 5 new razors 

A salmon rod, No. 147, by Nettleship 

A pike rod 

A fishing rod in case 

Ditto and. gaff book 

Three reels with lines, a sea-line, 2 wallets. 
containing gut, flies, etc., and a quantity 
of fishing tackle in canvas bag 
Greenheart fishing rod 

Ditto 

Large reel and line 

Small ditto, tin fly-case and 24 flies, and 
tin with line and flies 

Hardy box with 60 salmon flies 

Leather fly book with 60 salmon flies 
Leather fly book with trout flies 

Salmon reel and tapered line 

Wallet fitted for tackle, 3 reels and net, 
fishing bag with tackle, box of feathers,. 
etc., for fly tying 


Ten records, 12-in., Monarch, His Master’s: 
Voice and Columbia 

Hand camera for plates of films, with 
slides, in leather case 

Three cases containing surgical instru- 
ments 

Gentleman’s Rudge-Whitworth bicycle 
Gentleman's bicycle by Lea & Francis, 
Dunlop 1%-in. roadster tyres, Sturmey- 
Archer 3-speed gear, 2 Bowden rim 
brakes, gear case, Brook's saddle, tool bag, 
spanners, bell and pump. In perfect order 

A pair of brass acetylene motor head-lamps. | 

Double cylinder lawn mower (The Excel- 
sior) 

A Ransom’s 12-in. lawn mower 

A Ransom’s 8-in. ditto 


Lawn mower (new Automaton), 14in. 
cylinder, by Ransom 
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Five fishing winches by A. & N. Stores 
and others, and a number of flies, etc., 
in boxes 

An expensive chess board, “‘ Instatu quo,” 
ivory men which lock in their various 
positions, in outer leather case 

An oak tool hanging case, leather jewel 
case and brass bound writing desk 

Two military helmets, number of skulls, 
and other curios 

Two dozen gramophone records 

Ditto 

A very fine old violin in case 


Concert flute with plated fittings in plush 


lined case 

A clarinet in leather case 

A magneto electric machine 

A large horn machine 

A gross Bijou gas mantles in perfect con- 
dition 

A punch ball complete 

Two footballs complete 

One dozen 124m. -recerds, -H:M.V. ‘and 
Pathé 

Twelve 10-in. ditto 


FURNITURE, ae a A ee 
An antique mahogany ei -casé, 7ft. high dogs be 
by 6ft. Bin. on glass top with shelves, aie eee 


sect 


drawers and cupboards UNGCY armen 


A mahogany office table, 6ft. by 3ft. Gin., 


leather: covered with 6 oo brass 
handles a enaedleteinenmee ete 

An antique mahogany arm- chair. ‘with — 
leather seat 

Five antique mahogany chairs, leather 
seats (1 requires repair) 

An antique mahogany office washing cabinet, 
fitted with desk slope and china wash- 
basin, water tank, etc. 

A Globe-Werniche correspondence filing 
cabinet with roll front, 4ft. high 

A safe by Hobbs, 28in. by 34in., with 
key, on stand 
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A safe by the Ratner Safe Co., 27in. by 
22in., with key pd breve bo H thr 
Two i ‘on\cutbs with irons) sek of dogs and 

a\éoal cauldron And tongs | 

A mahogany office table, leather covered, 7 
4ft. 6in. by 2ft. 6in. 

A swing arm-chair 

Two bentwood chairs 

A mahogany framed mirror, 43in. by 3lin. 
An 8-day office clock 

About 13 yards of hnoleum surround, 
parquet pattern 

About 15-ft. by 10-ft. of linoleum 

Fine quality Turkey carpet, medallion 
centre, with border, 15it. by 11it. 
Grandfather clock with 8-day works 
Carved gilt Chippendale mirror 

Antique gilt circular mirror balls in 
frame and black reeded wood moulding 
Antique Sheraton mahogany secretary 
bookcase, 3ft. wide 

An old sampler dated 1784 

A dark oak dining table with 2 leaves, 
extending at “about lie Vaollnuln, 
Brussels” carpet, slottop-by i9it.; geod 
condition 





Oe 





- 7 
cae mcrae ea ENE TTT tN 


A red and blue Oriental rug ee 


A 3-ft. 6-in. old Enghsh mahogany » 
secretaire ‘bookcase with drawers under 


Two early square-base Staffordshire figures — 


Six pieces old English pottery eT Vs, 
A 42-in. bookcase with cupboard under cae 4 


Walnut plano by Garner ene 


Six mahogany carved back, cane eA 
chairs with detachable cushions 

A superior walnut oval table, on carved 
pillar support 

Oak card table 

Galvanized coal scuttle, cinder sifter, set 
of fire irons, and quantity of stair rods 
Four meat dishes, a Wedgwood dessert 
dish, teapot stand, water-cress dish, 2 
flower patterned dessert dishes, and a 
white ditto 
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Two hyacinth glasses, hobnailed sugar 
basin and milk jug, 2 heavy cut-glass 
salt-cellars, and an enamelled 5-division 
egg poacher 

Marcella counterpane, unbleached table- 
cloth, 2 Marcella toilet covers, honey- 
comb ditto, 8 glass cloths and 3 serviettes 

Six electro-plated table forks, 6 dessert 
ditto, 2 table spoons, a gravy ladle, a 
pair of King’s pattern sugar tongs and 4 
dessert spoons 

Laundry basket and 2 large feather pillows. 
for chair bedstead 

Eight yards Brussels carpet 


A Columbia dictaphone combined, recorder 
and reproducer with all fittings, for use 
on 100-120 volt electric supply; the 
whole contained in polished wood cabinet ; 
in good condition ; also a hand or power 
operated cylinder shaving machine for 
use with above, mounted in portable dust 
tray with handles, in good order; the 
above machine takes the standard size 
dictaphone cylinder 


A handsome antique spirit tea-kettle, 
mounted on stand, with spirit lamp, 
kettle, fluted design 

Another ditto kettle, mounted on stand 
with lamp, floral design 

Oil painting—Figures outside rustic ale- 
house, signed G. Morland over door of inn 
A large oi paimine by “G.  Aymot,” in 
splendid heavy gilt frame, — slightly 
damaged 

Three large Japanese painted panels 

Three Japanese colour prints, 6 frames, 
3 fashion plates in frames and a photo- 
gravure framed 

A silk hat in leather case . 
Seven engravings of musicians, in gilt 
frames 

Fifteen engravings 
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PHOTOGRAPHIC APPARATUS, &c. 


A }-plate mahogany camera with Aldis 
anastigmat lensin T.P. shutter and2 D.D. 
slides and folding tripod, in canvas case 

A 4$-plate mahogany camera with R.R. 
lens, 3 D.D. slides, tripod and top, in 
canvas case 

A Dallmeyer portrait lens, 3B., No 28888 

A $-plate Lancaster camera with lens, a 
shutter, 3 printing frames, 1 D.D. slide 
and tripod 

A yplate Lancaster camera with lens, 
iris diaphragm, 6 metal slides and 2-fold 
tripod 

Mason’s 5 by 4 Ideal developing tank, 
Ticka watch camera, shutter, condenser, 
etc., 4-plate negative box and slide 

Dallmeyer No. 2 stigmatic lens, No. 57837 

Ross rapid symmetrical 8 by 5 lens with 
case of stops 

Landscape lens by Swift, 18-in. focus, 
colour screen and case of stops 

“Tcea’’ artist’s camera with Beck Isostig- 
mar lens, F/4°75in., and 6 dark slides, in 
leather case 

. A 34-in. by 24-in. artist’s model camera 
by Sands, Hunter & Co., with Dallmeyer 
rapid rectilinear lens and 21 dark slides, 
in leather case 

An “ Ilex ”’ rapid rectilinear lens with iris 
diaphragm, in leather case 

A lens with a set of Dallmeyer stops 

Cooke, series III. lens, 74-in. focus with 
extension lens for 11°7-in. focus. Covers 
4-plate at full aperture and 10 by 8 
at £16 

Thornton-Pickard 4-plate rectoplanat lens 

Cambridge craniometer with extra scale 
for height 

A 4-plate mahogany camera with Dall- 
meyer R.R. lens, Thornton-Pickard 
shutter and 3 D.D. ‘shdes in canvas 
case 


220 
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A 5 by 4 mahogany camera by Newton, 
with lens and 1 D.D. slide 

A +-plate magazine camera with Beck 
symmetrical lens, in canvas case 

A }-plate Frena hand camera, another 
+-plate camera with 6 metal dark slides, 
a shutter with bulb, and 3 boxes of un- 
exposed plates 

A large number of stereoscope photos 

Ditto 

Photographic articles: Gas apparatus 
complete for enlarging lantern, good 
dark room lamp, {-plate washing tank 
and light folding Janay tripod 

Photographic mounting boards, various 
tints, 30 boards 92 by 12in., 30 Multiple 
tints 10 by 8in., and 25 boards up to 
193 by 123in., and 31 Multiple tints up 
to 20 by 24in. 

Camera, 4-plate, by Lancaster & Son, 
Birmingham, with 3 double dark slides, 
set of 3 anastigmat lenses by Zeiss, giving 
foci from 53in. to 14in., with setting and 
screen-ring and iris diaphragm, and ash 
tripod in case for above 

Enlarging camera by Lancaster, adapted 
to fit lenses of above 

Condenser, 9in. diameter, and ditto, 54in. 

Optical lantern (“‘ magic lantern ’’) 

A $-plate mahogany camera by Collins 
(extension), with 3 dark slides, one con- 
taining 2 adapters for }-plates, canvas 
case and strap for same; Ross rapid 
symmetrical 8 by 5 lens, F/8, with stops 
and caps, and extension for using one 
lens as long focus lens; wide angle lens 
complete with stops and cap and flange, 
8 by 5, by Taylor of Leicester ; view- 
finder, magnifier, rapid shutter by Watson, 
exposure meter and portable oak tripod 
legs for camera 

Studio stand and camera 

Film pack camera with 2 sets lenses and 
screens, and leather carrying case 
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A 10 by 8 mahogany camera with lens 
Four lenses by Lancaster 

Box of photographic sundries 

A 4-plate camera and lens, sling case 

A 4-plate mahogany camera, no lens 

Adam’s }-plate Yale magazine camera, 
Cooke anastigmat lens F'/6°5, black leather 
case 

A 5 by 4 folding camera, double extension, 
rack focussing, Cooke anastigmat lens 
F/6°5, speeded shutter, 6 book-form 
double slides, roll holder, canvas case, 
and leather case for slides 

Thornton-Pickard brass bound $-plate ruby 
outfit, double extension, Cooke series ITI. 
lens, F/6°5, 3 double slides and tripod 

Leitz dissecting microscope for examination 
of textiles, etc., Incase 


Zeiss reflector copying attachment for 
microscope 


Goerz 12x prism binoculars, central 
focussing adjustable eyepiece, leather case 


Collection of about 250-photographic and 
other lanterns lides, many coloured— 
natural history of birds, insects, animals, 
etc. 


Shew reflector reflex, $-plate, Goerz double 
anastigmat lens, F/6°8, film adapter and 
canvas case 

No. 1 Panoram Kodak in leather case 

Lightweight 4-plate field camera, double 
extension, Cooke series III. lens, F/6°5, 
5 book-form slides, Hares changing box, 
2 leather cases and tripod 

Binocular microscope in mahogany case, 
2 objectives 

Postcard Premo camera for flat films, R.R. 
lens | 

Pocket aneroid barometer, compensated 

No. 4 Cartridge Kodak, 5 by 4, Goerz 
double anastigmat, F/6°8, automat 
shutter, leather case 


263 


264 
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A 4-plate Shew field camera, Clement & 
Gilmer lens, 3 book-form slides, tripod 
and canvas case 
Rouch Detective 4-plate camera 

A 4-plate field camera, R.R. lens, unicum 
shutter, 2 book-form slides and tripod 

A 4-plate Instantograph, fine lens, 3 book- 
form slides, tripod and outfit 

A 4-plate folding Klito, symmetrical lens, 
3 double plate holders and leather case 

No. 4 Cartridge Kodak, 5 by 4, fine lens, 
with leather case 

Pair of §x  ‘prisin. binoculars,’ central 
focussing eyepiece adjustment, in leather 
case 

Student’s microscope, dividing objectives, 
3 powers, coarse and fine adjustment, 
live cell forceps, etc. 

A 1A Premoetie, R.R. lens, in case 

Vest pocket camera, 44 by 6cm., Sprite 
special model, case, excellent R.R. lens, 
speeded shutter, focussing screen, view; 
finder, 12 slides, perfect order, nearly new 

Camera, pocket magazine type, 44 by 6cm., 
fitted fine Kodak R.R. lens and speeded 
shutter, iris, direct view finder, focus- 
sing “screen, 9° “plate. holders, perfect 
changing, excellent order and condition 

Miniature film camera fitted achro’ lens, 
giving sharp pictures. 1-in.’-“square, 
V6 1. shutter, view tinder, complete 
with 12 rolls of unused film, perfect 

Five single metal shdes for Ernemann, 
4i by 6cm., vest pocket cameras, and case 

Goerz film pack adapter with inner carrier, 
takes 4-plate and 9 by 12cm. sizes, fits 
both sizes of Tenax camera 

A plate folding pocket camera with 
double anastigmat lens, [F/5°6, Ibso 
shutter with antinous release, 3 D. slides, 
double extension, and direct vision finder 

A No. 3 folding pocket Kodak with 
Bausch & Lomb R.R. lens and shutter, 
in canvas case 
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A No. 5 Cartridge Kodak camera with 
Bausch & Lomb R.R. lens and shutter, 
new condition 

A Ross 8-in. by 5-in. rapid symmetrical 
lens, No. 33363, and case of stops ; a 6-in. 
Ross symmetrical lens, No. 44495, with 
diaphragm 

A 12 by 10 mahogany studio camera with 
3 double dark slides 

A 4-plate roll film camera, aplanat lens 

No. 2 Ensignette camera, R.R. lens 

A t-plate folding camera, T.P., Cooke lens, 
6°8, and 6 slides 

Whole-plate field camera, lens, and slide (no 
tripod) 

A 3} by 24 roll film carbine camera 

ACO Viens in Stiia ter 


An enlarging camera, mahogany, brass 


fittings, by Marion & Co. 

A 4-plate symmetrical camera, Ross lens, 
3 double slides in leather lined case, and 
Thornton-Pickard shutter 

A 5-in. “ Lustrar”’ lens by Wray, and 2 
supplementary lenses 

A 4-plate camera, mahogany, with Goerz 
anastigmat and 2 Swift Paragon lenses, 
6 D.D. shdes, shutter, tripod and focussing 
cloth 

A 5 by 4 studio camera, rapid portrait lens 
by Cox, complete with tripod 

Five dark slides, 3 dozen 5 by 4 plates, and 
4 boxes for storing films 

An Ensignette enlarger 

A whole-plate studio camera, a slide and 
carriers 

A 4-plate Victo Beck lens, 3 slides and a 
shutter 


A 4-plate Marion, and slide 
A 4-plate Beck Cornex (6 sheaths) 
A 5 by 4 camera and lens 


A 4-plate tripod, metal tripod, and a 
studio stand (A.F.) 


Two slides and a Thornton-Pickard shutter 
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A +#-plate folding Ensign, combination 
back for plates or ‘films; R.R. lens in 
Bausch & Lomb shutter, usual move- 
ments ; and 3 double dark slides, with 
focussing screen, in case | 

Twelve 10-in. records, various 

Kodak developing machine for films up 
to 24-in., in box 

Wafer camera with Beck rapid planat lens 

Camera with R.R. lens and _ double 
extension, 3 backs, in case 

A 4-plate Butcher National enlarging 
apparatus, complete with condenser, 
incandescent gas illuminant, and front 
lens, all in perfect order, but dismounted 

Folding hand camera, Watson's “ Alpha,”’ 
with all movements, fitted with Watson 
best quality R.R. lens on diaphragm 
shutter, and Newman & Guardia changing 
box for 12 plates 

A i-plate folding Klito, complete with 
lens, shutter and 6 slides 

A +plate Adams magazine hand camera 
in leather case, practically new 

An 84 by 64 field camera, conical bellows, 
with double extension and 6 slides, and 
accessories 

A 4$-plate studio camera with dark slide 
and portrait lens, fine condition 

Three $-plate and two 5 by 4 double slides 

A plate focal plane hand-stand folding 
camera, double extension and rising 
iFont.:, shutter adapted < tor . time <or 
instantaneous exposures, In new con- 
dition, and fitted with Aldis anastigmat 
lens and changing box for 12 plates 

A 4-plate hand camera with magazine for 
12 plates, first-class R.R. lens, with focus- 
sing adjustment 

A9 by 12cm. folding reflex with focal plane 
shutter, metal body, and 3 slides 

Three Eastman roll holders 

A 4-plate magazine hand camera, without 
lens, with reflex finder 
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Pair of field glasses, Galilean type, by 
Colmont, , Paris,’ magnification x44, in 
leather case 

A 4-plate Lancaster mahogany camera, 
with 2 double dark slides and landscape 
lens 

Portmanteau with books enclosed, and 2 
opera hats 

Box with miscellaneous photo goods, 
electric goods, etc. 

Prismatic compass and clinometer in 
leather case 

Two well-made half-plate camera tripods 
Pair of prismatic field grasses, in leather 
case 

Two sight-testing instruments in cases 
Powerful long-range telescope 

Two large cases of surgical instruments, as 
new 

A 3-in. micrometer by Slocombe 

A 4-plate Goerz F/6°8 anastigmat lens in 
Unicum shutter 

Cooke lens, F/6°5, 54-in. focus, in alu- 
minium sunk focussing mount, perfect 
order, nearly new 

A 4-plate folding camera, double extension, 
all movements, ‘““U” front, 3 double 
dark slides, =. Re lens; hy3, anicunm 
shutter, and hooded focussing screen 

A 44-in. compound condenser, brass mount 


“ Stanley ’’ variable wood-boring drill ; 
2 cutters, bores holes from {-in. to 3-in. 
diameter ; and a small oil stove 

New pair of gentlemen’s boots, size 8 

Camera with Zeiss lens, takes 18 plates in 
changing back, in case 

A 4+-plate hand camera 

Twin lens reflex camera with 6 double dark 
slides in case 

Ross portrait lens 

Colour screen for $-plate lens and another 
colour screen 

New suit case 


1g 


Camera tripod with top and screw 
Medical coil with number of accessories 


JEWELLERY, &c. 


Imitation pearl necklace 

Lady’s gold wristlet watch (4.F.), and a 
22-carat gold wedding ring 

Gold and ruby ring, gold and opal brooch, 
4 other rings, 2 bangles, seal, filigree 
brooch, pair opera glasses, fan, and 
sundry gold, silver and other articles, in 
inlaid sandal-wood box 

Solid gold gentleman’s albert and medal, 
hall-marked 

Solid silver S. African medal with 4 bars, 
and a wristlet watch 

Gold keyless wristlet watch 

Lady’s hall-marked gold wristlet keyless 
watch, perfect time-keeper 

An 18-carat gold watch 

Two gentleman’s silver watches (1 jewelled 
movement) 

Gold albert, hall-marked 

Lady’s hall-marked gold keyless watch, 
in good going order 

Gold snake ring and gold signet ring 

Two gentleman’s silver watches 

Gold (hall-marked) expanding wristlet 
keyless watch, in perfect going order 

Heavy solid gold(hall-marked) gentleman's 
albert 

Gold snake ring, gold fancy ring and gold 
band ring 

Silver wrist watch, going order, and 2 gold 
rings 

Two enamel front wristlet watches 

Solid imitation pearl necklace 

Gold gem pendant with gold chain 

Three-stone diamond gipsy ring, 18-carat 
gold mount | 

Diamond and sapphire 15-carat gold chain 
bracelet 

Silver watch 
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Imitation solid pearl necklace 
Single-stone diamond ring 
Diamond and emerald bar brooch 
A 5-stone diamond half-hoop ring 


MISCELLANIES. 


Wimshurst machine 

Half-tone screen 

Lathe part 

Dagger in lac sheath, miniature, lens and 
whist marker 

Three full-plate double dark slides and 
portable dark room in tin box 

Pair of cow bells 

Two carved wood Indian figures 

Pair of pistols in case 

High pressure gauge in mahogany case 

Compass in mahogany case ae 

Four pipes 947144 2a * af 

Pair of bronzed Marli horses (A.F.) 

Lady's.cycle, — Swift. 

A large collection of British, Foreign and 
Colonial stamps 

Two stands for butler’s trays and a pair of 
steps 

Bamboo music stand and a small table 

“Nestor ”’ heating stove 

Linen basket, folding table and a filter (A.F.) 

Cabin trunk and contents 

Bread cutting machine, 3 dish covers, 
various moulds, basin, etc. 

Twenty signalling shutters 

Box of books 

One dozen Sheffield-made razors 

Insulation testing set and time recording 
meter, and electrical sundries 

Case containing about 800 crystal lustres 
and jewels 

‘James Orrock, R.I., connoisseur and 
collector,’’ 2 vols. 
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21 
Mahogany case containing aquarium 
microscope, microscope lamp, 2 con- 
densers, 2 live boxes, electric micro lamp, 
CG; 


eran IC APPARATUS, &c. 


“ Swift ’? student’s microscope, triple 
kee mechanical substage, condenser 
in case 

Two cases containing about 160 micro 
shdes, and a case of dissecting instruments 
Small portable microscope and a 3-draw 
telescope 


Quantity of photographic sundries, tripod, 
changing bag, exposure meter, etc. 

A microscope by Pillischer with coarse and 
fine adjustment, substage condenser, 
double nosepiece, 2 eyepieces and 3 and 
1/7 objectives and 1/12 oilimmersion ; in 
mahogany case, and key 

A monocular or binocular microscope by 
Pillischer, with 6 eyepieces, substage 
condenser, #-in., 4-in., and 2-in. Ross 
objectives, lieberkuhn, parabolic reflector, 
camera lucida, analyser, polariser, silvered 
reflector, live boxes, large and small 
condensers on stands, and case of slides ; 
in mahogany case 

A mahogany and glass fronted slide cabinet 
“by Collins, with 21 drawers, with ivory 
labels and handles 


A 4-in. micro objective by Puillischer 
A 1/12-in. ditto by Powell & Lealand 


A zin. ditto with connection collar, by 
Collins 


A powerful air-pumyp and Bell’ S _galvano- 
meter and scientific sundries ( (SSO Q §)- 


Box of surgical sundries e x § y= Mud Qee: 


Japanned despatch” “box with patent 
Bramah lock, and traveller’s leather 
sample case 


413 
414 


415 
416 
417 
418 
419 


22 
“ Cineopse’’’ projection lens, - 115mm. 
=44in., Guilbert 
An 18-in. Cine. lens for lantern, Gaumont’s 
Surveyor’s measure 
Solid silver inkstand, heavy 
Pair of 5-power prismatic field glasses, 
leather sling case, small and compact, 
good order 
Set of chemical weights by Oertling, com- 
plete in case, new 
Liquid compass by Negretti & Zambra, 
in leather case, luminous, excellent con- 
dition 
Surveyor’s compass by Cassella, slightly 
damaged, in leather case 
Spectroscope by Griffin, with micrometer 
adjustment and rack focussing, new 
recently 
Pocket spectroscope .by Browning in 
leather case, new recently 
Solid leather attaché case, 12in. by 7in. 
by 3in., nearly new 
A rapid-reading clinometer by Steward, 
in sling case —F 
Astronomical telescope with 3}-in. object // , 
glass by J. J. Slugg, Manchester, mounted 7 (. /) )/-— 
upon wood tripod stand with strengthen- />f 
ing bars, wood top and centre supporting #4. .°57.,,. 
pillar, rack and pinion focussing adjust- ° “' ae 
ment; one terrestrial eyepiece, 6 astro- 
nomical ditto with sun caps of abott 
60, 80, 120, 150, 180 and 200 diameters 
respectively ; complete in mahogany case, 
with eyepieces in separate case 
Pair marine glasses 
Pair Rodenstock marine glasses 


Calculating rule, Rietz, 1lin.,-new, in case 
Six opera glasses 

Three ditto 

Sic dito 

Pair of prismatic binoculars, military 


stereo, by Bausch & Lomb, 6 by 30, new, 
in leather case . 
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420 A Maximum & Minimum thermometer and 
a registrating ditto 
421 A biunial mahogany body lantern, con- 
densers, lenses 
422 Cinematograph camera by Williamson, 


with Voigtlander lens, case slightly 
damaged by fire 


423 Cinematograph, on polished baseboard, 
with 2 lenses, cine. and lantern slide 
424 Six Williamson standard developing frames 


in teak, with special alloy brass fittings, . 
each having a capacity of 100ft. of film 
425 Two Williamson standard teak developing 
trays, lined with 5tb. sheet lead, all joints: 
being burned, and a special alloy brass 
draw-off plug and flange being burnt to 


the lead 

426 Williamson standard tray as above, but 
unlined 

497 Williamson standard washing tank unlined, 


having a capacity for 4 of the above 
frames, complete with 14-in. special alloy 
brass screw-down type draw-off valve 
and iron controllable syphon device, 
enabling a constant level of running 
water to be maintained 

428 Williamson standard developing frame 
winding stand, suitable for revolving upon 
standard frames, in teak, with brass 
fittings 

429 Williamson standard developing frame 
whirlery in teak, with brass fittings, com- 
plete with necessary bearings, stub axles, 
and steel driving pulley 


430 Four comedy films—Keystone, Trans- 
atlantic, and Elko subjects 
431 Six comedy films including subjects by 


Eddie Lyons, Transatlantic Film Co., 
Vitagraph, etc. (’) 


, 
4Uf"432 \% Case of urethral sounds, and case of silver) ane o 

oe +—— | catheters te .. ae 

\ .,4 483 | y Hey’s saw, bone forceps, elevator, sundry \. vom 


surgical instruments, and 15 __ silver Batam 


catheters a 4 a 
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Set of midwifery instruments, electric 

machine, and case of 3 knives 

Case of 2 knives, ophthalmoscope, syringe 

in case, stomach pump in case, and a 

vaccination case ie 
Scales and weights, aspirating syringe» { A, es 
and set of spherical lenses ( ahs 

A triphine set in case, 2 enemas in cases, he FU nes 
midwifery forceps and other surgical on 


instruments ‘an Aa ™ oe. 
Vacuum pump, and 4 ditto tubes sa a 
Four Cox’s Thermopiles 
Medical battery of 40 cells in case, with 

electrodes 


f 





Three art plaster casts, about 2ft. high 

Pasteur domestic water filter, and Frena 

camera 

Heavy motoring coat, as new 

A fine set of amputation and surgical 

instruments in well-made mahogany 

brass bound case 

A mahogany case of amputation instru- 

ments and an ophthalmoscope ‘ 

Three pairs midwifery forceps, 4 dental % 

forceps, bone ditto, specula, tongue LZ i. 
depressors, stomach pump, enema, and / \®” Signo 
other surgical instruments Lee gg 
An electric medical battery in case, anda Pr pI PS on 
magneto electric machine ee . 
Two sets of cupping instruments in cases, Sys - 
2 operation sets in cases, syringe, dis- | ~~ 

secting knives, midwifery and other | 

forceps, and a milliamperemeter cael 


"ELECTRICAL APPARATUS, &c. 


A table stereoscope 
A step-up transformer, 20,000 volts, in 
working order 


-An X-ray tube stand, complete 


A ditto, with protective tube box 
An interrupter, less motor (Dean make) 
A ditto, incomplete (Sanitas make) 
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A small motor; 50 -volt; sAaCor D.Cian 
working order 

A small B.T.H. motor;'220'volts 

Lead glass tube shield 

Small lathe, incomplete, with legs 

A ditto, bed only 

An X-ray switchboard, 110 volts (Cox 
make) 

A metronome 


Two Leyden jars for H.F. 
A collapsible fluoroscope, 12 by 9 


Combination and adjustable consulting 
room couch 


Full-size X-ray couch, canvas top with 
a tube box beneath ; overhead centering 
arm 


Trolley control switch-table for X-ray coil 
apparatus, by, Messrs, FR. Butt .& Co., 
including milliamperemeter, instantaneous 
untime switch, etc. 


A’ Dessaur Mercury centrifugal interrup- 
ter. for. 110 volts, D=C; 


A set of 4-way desk phones, 4 instruments 
Two copper ceiling fittings, 3 lights to each 
A hanging wall phone 

A 5-way desk phone 

Ten various desk and table lamps 

Long brass ceiling fitting, 3 lights 

A brass ceiling fitting with 5 lights 

Brass rise and fall bracket 


Two antique silver bowl fittings with 
bowls 


Copper kettle (damaged) and 2 small 
antique silver brackets 


Three small brass hanging fittings, 3 lights 
to each 


Pair of antique copper brackets 
Three brass brackets to match 


Four vartous. brackets, and a. brass and 
silk shade 
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Six cut-glass globes 
Six ditto 

Three ditto . 

Five electric radiators 
A water boiler 


END OBSSA UE: 


SALE ANNOUNCEMENTS. 


TUESDAY, JUNE 29th: 


Ethnographical Specimens from 
West and Central Africa, Pacific 
Islands, etc.; Metal Work from 
Lhassa and Benares; Weapons, 
CLC. 


FRIDAY, JULY 2nd: 


Scientific and Photographic 
Apparatus; Miscellaneous 
Property, the property of a Lady. 


WEDNESDAY, JULY 14th: 


By order of Messrs. W. & A. 
Cameron, 9 Cranbourne Street, 
W.C., owing to expiration of 
Lease, the Stock of Fancy Goods, 
Trimmings, Braid, etc., also the 
Shop Fittings, etc. 
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STEVENS’ AUCTION ROOMS 


ESTABLISHED 1760. 





Important to Trustees, Executors and others. 


Mr. J. C. STEVENS begs to call attention 
to the Sales regularly held at his Rooms. 


SCIENTIFIC, ELECTRICAL AND 
PHOTOGRAPHIC APPARATUS 
AND MISCELLANIES. 
EVERY FRIDAY a Sale is held which inclu 


Microscopes, Telescopes, Cameras, Lenses, L: 
terns, Cinematographs, Theodolites and Lev 
and every class of Scientific Instrument; Lat 
and Tools, Furniture, Silver Plate, Jewelle 
Fishing Tackle, and Sporting Requisites. 


CURIOS, CHINA, BRONZES, 
ARMS AND ARMOUR, IVORIES, 
ETHNOGRAPHICAL SPECIMENS, etc. 


A Sale is held on TUESDAYS, twice in e& 
month. 
NATURAL HISTORY SPECIMENS. 


MONTHLY Sales of Collections relating - 
Entomology, Ornithology, Conchology, Mine 
Heads and Horns, Cabinets, etc. 


BOOKS. 


Frequent Sales of Libraries relating to Nat 
History and kindred subjects. 


Sales undertaken in Town and Country. 
Valuations for Probate and other purposes. 
Collections catalogued and arranged for sale. 





Telegrams:—'’ Auks, Rand, London.’’ Telephone: -— Gerrar¢ 
. Auction Rooms and Offices: 


38 KING STREET, COVENT GARDEN, LONDON, W 


